SIMSBURY,  CONNECTICUT 
Simsbury  Center 

Replica:  First  Meeting  House 


® 

8 

z 


66407-C 


dp 


MADE  sr 

DEXTER  PRESS,  INC. 
WEST  NVACK,  NEW  YORK 


